Message 


From: 

Sent: 

To: 

Subject: 

Attachments: 


Corbett, Kate (DPH) 

6/25/2012 3:36:04 PM 

Zanoili, Janice (DPH) [/o^Commonweaith of Massachusetts/ou=MassMail-01/cn=Recipients/cn=Janice.Zanoili] 

FW: Trial Notification...Commonwealth September 24, 2012 

duces-tecum.doc 


From: Lomasney, Ryan (EAS) 

Sent: Monday, June 25, 2012 11:11 AM 

To: Renczkowski, Daniel (DPH); Corbett, Kate (DPH) 

Subject: Trial Notification.. .Common weaIth September 24, 2012 


Folk OIG PRR 073561 








